Clip of Cambridge 



MAYOR MCGOVERN 



IN CITY COUNCIL 

October 29, 2018 


ORDERED: That the 500-foot buffer in the Cannabis proposed zoning amendment be reduced to 

300 feet in relation to K-12 schools and public youth facilities. 


In City Council October 29, 2018. 

Adopted by the affirmative vote of eight members. 
Attest:- Donna P. Lopez, City Clerk 


A true copy; 


ATTEST:- 








Donna P. Lopez, City Clerk 



